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This NASA Technical Brief is issued by the Office of Technology Utilization to acquaint 
industry with the technical content of an innovation derived from the NASA space program. 


Design of Valve Permits Sealing Even If The Stem Is Misaligned 



The problem: To insure proper sealing of a valve 
during numerous seating cycles even though the valve 
stem may be forced out of its proper axis and may be 
misaligned. 

The solution: A special conical-walled valve plug 
which seals against a recessed spherical valve seat. 

How it's done: The sealing element or conical- 
walled valve plug is mounted on the end of a valve 
stem and held by a standard nut and washer. The 
cross section of this valve plug is in the shape of a 


shallow cone. In closing, the outer edge or circum- 
ference of the cone contacts the valve seat. 

Because the valve seat has a recessed seating face in 
the form of a sphere, the valve will seal effectively even 
though the valve stem is out of axial alignment. Thus, 
the conical-walled valve plug is perpendicular to the 
tangent of the spherical valve seat at the point of con- 
tact, whether the stem is in its proper position or not. 
Uniform diminishing thickness of the conical valve 
plug also contributes to the sealing action. 
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Aeronautics and Space Administration. Neither the United States Govern- 
ment, nor NASA, nor any person acting on behalf of NASA: A. Makes 
any warranty or representation, express or implied, with respect to the 
accuracy, completeness, or usefulness of the information contained in 


this document, or that the use of any information, apparatus, method, 
or process disclosed in this document may not infringe privately-owned 
rights; or B. Assumes any liabilities with respect to the use of, or for 
damages resulting from the use of, any information, apparatus, method, 
or process disclosed in this document. 


Many hundreds of , closing and opening cycles can 
be obtained from this combination of conical valve 
plug and spherical seat. The design makes it possible 
to get virtually the ultimate in mechanical advantage 
from the forces applied to the valve. No deformation 
of the spherical valve seat or of the sealing face of the 
conical plug takes place since wearing surfaces are not 
stretched beyond the elastic limit due to unequal dis- 
tribution of forces. 


Patent status: NASA encourages the immediate 
commercial use of this invention. It is owned by 
NASA and a patent application has been filed. When 
patented, royalty-free non-exclusive licenses for its 
commercial use will be available. Inquiries concerning 
license rights should be made to NASA Headquarters, 
Washington, D.C. 20546. 
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